ETag: "665cf543bf1de0a792738d83355bf2c7"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1594
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-case-name: American Industrial Insulation, Inc.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: wvsb
x-archive-meta-date-case-filed: 2011-05-27
x-archive-meta-date-last-filing: 2011-05-27
x-archive-meta-docket-num: 3:11-bk-30380
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 105000
x-archive-queue-derive: 0
x-varnish: 685097133
x-upload-date: 2011-05-31T12:29:21.000Z
